3. G775 INDICATOR PANEL 


The G775 Indicator Panel is a connector card that provides isolation for logic levels and allows these levels to 
directly drive indicator bulbs without using light drivers. The connector is designed to be used with the indicator 
panel, which supplies the necessary bias voltage. 


INPUTS: All inputs are 0 and -3V with 3 units of load each. 
OUTPUTS: The output connects a Flexprint cable to the indicator board. 
POWER DISSIPATION: 150 mW 


THIS SCHEMATIC tS FURNISHED ONLY FOR TEST AND MAINTENANCE PURPOSES THE 
CIRCUITS ARE PROPRIETARY IN NATURE AND SHOULD BE TREATEO ACCORDINGLY 
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